Video of July 18 incident with | in the SU (viewed by DRI, Gretchen, i and 
Rick) : ; 


Video did not include the part of the story 



o Gretchen requested the video be re-cut to include this footage and 
requested a copy - 

DRI requested a copy of this new cut as well 

Video showed jH|s body being shut in the control room door and a 
restraint ensued because of 
this 

Video showed Wk restrained a second time when she 



o | Staff removed all her belongings from the control room at that time 
' Video shoed being moved to a nother control room 

| Video showed a third restraint |S : S9^£^!mS£^S i ^%?^9H^i&^^^SS 



o ' This restraint lasted close to 15 minutes and involved up to six 
staff 

° TH later informed DR I that staff said they had to restrain her 
becaj use 

Mainly male staff were used in all (3) restraints and 


! DRI WILL BE FURTHER INVESTIGATING THIS INCIDENT AS THE REASONS FOR 
THE : (3) RESTRAINTS 
SEEM TO VIOLATE THE IOWA ADMINISTRATIVE CODE AT THIS TIME 



